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i d- : -m, however, that a Class IV main medical supply depot 

of GOV'. , was located at Fuors tenvalde ( SfPPll-l fnfm i “ 


H 1 no Lnov; ledge of the capacity of the 


depot ;ru- the amount of supplies on nand. Medical officers 
bold no, j'iovever, that it is t ho largest medical dex^ot of GOTO, 
ihis depot vas operated by a special unit which van subordinate 
to the Medical Department of GOTO. 


Medical J applies 


I believe that the following types of medical supplies wove 
stored at the depot in ihicrstonvaldo : 
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(a) Blood plasm::.; I have actually seen no blood plasma stored 
in the Soviet Zone but it is standard practice to have 

blood ilasm; in stock at hospitals. Soviet, soldiers willingly donate blood 

l0C01JCe_ 1 hCU .ire. .T’GWrT'dorl. vH*h1i viinnow ~ n i . « .. 
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(to) Penicillin 5 1 heard from medical officers tohat penicillin 
Is kept at the medical supply depot In Fuerstenwalde, 
packed In flasks. 

(c) Sulfa drugs ; medical officers also told me that aulfa 
drugs are stored at the depot In Fuerstenwalde * 

(d) Morphine Syrettes; I heard that supplies of moi'phlne 
were kept at the medical depot in Fuerstenwalde tout I 
can give no further details concerning narcotics . 

(e) Various officers told me that a large number of litters 
were kept In storage, and that whenever new litters were 
requested, they were supplied without question and with- 
out special requisition « I can give no Information 
about splints. I heard from medical officers that 
individual aid packets, surgical dressings, bandages. 
Iodine, sterile pads of various sizes, and physiotherapy 
and X-ray machines were stored In quantity at this medical 
depot. 

4 0 At the present time, practically all medical supplies in the 
Soviet Zone are German supplies. However, | 

I heard my commanding officer, | 

say that in the near future medical supplies would toe sent from 
the USSR . 

At the Fuerstenwalde medical depot I saw a medicine named 
"ginseng. " I heard that "ginseng" (an alkaloid stimulant) 
is used to treat heart ailments, tuberculosis and other 
ailments . 1 also heard that the cost of this medicine Is 

very high, and that thereforf , it is not available in quantity. 


-end- 


Enclosure jfA); GOFG Main Medical Supply Depot near Fuerstenwalde 
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Not to soalei Memory sketch 


1* Birt read entering the depot 

2 * Headquarters, adathla trati on and pass office. Gray brick structure 
about 50 ~m long. Ho further detail* 

3 m Xatry checkpoint ♦ Guard on duty at all times 
4 # Gate 

5 # Three were house a for medical supplies; two stories and basement* gray 
brick about 100-200 nxi^Oa each; no further details 
i 9 Water reservoir in disrepair 
7 * Destroyed building 
8* Voodes fence three m high 

9. Jtoschall and bllleta for officers outside the compound; no further 
details 

10* ttted road 

H# Motor pool for medical vehicles; portable de -lousing and sheerer equip- 
ment on li ton trucks; number of vehicles unknown; information obtained from 
officers at the depot 

12 * Mlehaniaed Unit - £ visited the IX here and saw that officers and 

IK wore black should© rboards; no further details 
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